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Warren Unit 
CouftisFHits 
Cdnnally View 

v PHILADELPHIA CAP) - 
^Dist. Atty. Arlen Specter, a 
.counsel for the Warren Commis- 
jsion, says Texas Gov. John B. 
Connally is ‘ liust incorrect” in 
disputing the “single-bullet” 
decision in the case. 

Specter was instrumental . in 
developing the decision. 


THE .hVEivliRa STAR ? •. ' ‘ ^ 

Washington, D. C., Thufsdax, November 7A, 1966 irk 


Specter, at a news conference 
yesterday, said that basp.H on 
home_ movies the commission 
-‘found compelling evidence that 
a single bullet struck President 
Kennedy in the neck and then 
struck Connally.” PpL'prA*# 
Specter said, however, he did 
not ehmmate- .the' pnssihilih ; 
t hree bullet'^ hit tne min hut 
said, “in any event, the single- 
shot assumPtldn is" well fnnpd - 
6'di.^ , ■ • ■ •••• '• 

~ Regarding proposals that the 


investigation be reopened,' 
Specter said, “I would not 
express any disagreement with 
anyone ‘.who wanted to review 
the commission’s work or- 
reopen the investigation, but 
personally. I doiffc* think this 
would serve any useful purpose. 

“There has been ^no now 
evidence, a nd no soffnd infer - 
ences to ch an gfAi n any y Vh a . 

conclusions of logical deductions 
of the commission.” 


